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Message Text 


UNCLASSIFIED 

PAGE 01 LONDON 10354 071809Z 

67 

ACTION EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO FCC-02 /022 W 

078392 

R 071746Z JUL 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 2632 

UNCLAS LONDON 10354 

E.O. 11652: N/A 
TAGS: ETEL, UK, UB 

SUBJ: STATUS OF BROADCAST STATION AT ANTIGUA ON 1 165 KHZ 
REF: STATE 156088 

1. SUBSTANCE OF REFTEL DISCUSSED WITH RADIO INTERFERENCE 
BRANCH AT HOME OFFICE. HOME OFFICE SAID THEY ASSUME FCC 
BECAME AWARE OF PROBLEM THROUGH IFRB NOTIFICATION OF 
FREQUENCY 1 165 KHZ PROPOSED FOR ANTIGUA STATION WHICH HAS 
JUST BEEN PUBLISHED AND CONFIRMED THAT 1 165 IS FREQUENCY 
PROPOSED. 

2. HOME OFFICE SAID THEY ARE SENDING LETTER TO AUTHORITIES 
AT ANTIGUA NOTING THAT IN RESPONSE TO IFRB NOTIFICATION 
OF INTENDED USE 1165, THERE HAS BEEN AN OBJECTION FILED 

BY US. HOME OFFICE WILL ASK ANTIGUA TO SELECT ALTERNATE 
FREQUENCY TO AVOID INTERFERENCE PROBLEMS NOTED REFTEL. 

3. HOME OFFICE POINTED OUT ANTIGUA MAY NOT BE WILLING, 

OR CONSIDER IT PRACTICABLE, TO CHANGE FREQUENCY AND ASKED, 
IF SUCH WERE THE CASE, WOULD A REDUCTION IN POWER FROM 
PROPOSED IOKW BE USEFUL TO REDUCE EXPECTED INTER- 
FERENCE. 

4. HOME OFFICE EXPECTS BE ABLE INFORM US OF ANTIGUA 
RESPONSE WITHIN ABOUT 3 WEEKS. 

RICHARDSON 

UNCLASSIFIED 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RADIO STATIONS, RADIO BROADCASTING 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LONDON10354 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750234-0323 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750781 /aaaacums. tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 156088 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 JAN 2003 by ThomasVJ>; APPROVED <22 MAR 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: STATUS OF BROADCAST STATION AT ANTIGUA ON 1 1 65 KHZ 
TAGS: ETEL, UK, US, AC 
To: STATE 
Type: TE 
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